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S3 3J2C.T: Storage Space for Classified and/or Unclassified Materiel 



T0$ Control Officer 

Signal Security Agency 



1. Zt is requested that personnel involved in the assignment of 
storage space at this Fust request representatives of the Intelligence 
and Security Divisions to meet with them to discuss the possibility of 
reassigning available storage space. 

t 

2. This request is based on the correspondence inclosed as 
Inclosures 1 and 2. 

3. Inclosure 3 is a suggested solution of the problem . At present, 
the storage space for inactive files (Area R A n ) contains 337 b-drarar 
file cabinets, 8,086 LIO^Y's (Converter fe-32?), and 15,Ob'9 SSQCIL’i 
(sets of rotors for Converter tf-325)* The SEC&GY's, SI(£NOAL*s, and 32 

of the li-dratser file cabinots are the responsibility of Security division. 
The New Cumberland Vault contains approximately UiO boxes of materiel 
which are the responsibility of Intelligence Division. The section of 
the new warehouse (Building Number T-Jj20) assigned to Security Division 
is being used to capacity. The shaded portion of Area “ft" is presently 
being used by Security Division to store unclassified materiel. 

iw To permit the present storage space for inactive files (Ares n A") 
to be used exclusively by Intelligence Division and the New Cumberland 
Vault and Area q B tt to be used exclusively by Security Division, the fol- 
lowing actions would be necessary: 

is. rlace bars across, or brick up, the present windows in 

Area °3. n 

b. Beinforce doors (1} and (2). 

c. Place a three-combination lock, obtainable from Security 
Division, on door (1). 

d. Build a partition across Area n B u as indicated. 
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#• Helocate oompressor unit and drain of cafeteria icafoox as 
indicated. 

f. Provide a means of looking doors (3) and (ii) from the ”B" 

Area. si^e. 

• • 

g. Provide Ares *B" tdth a bridged station of Extension 875 
presently located in Area "A. 11 

f 

h. Have Area **B" designated as a storage area for classified 
and/or unclassified materiel. . 

i. Hetura all. Intelligence Division materiel from foe Hev 
Cumberland Vault to Arlington Hall. 

j. risoove ail Security Division materiel from Area "A." 

5* It is therefore recommended that the actions outlined in para- 
graph h be approved.' 

Eaca5BB8 rm pcai dakb® 

90S JHU 

3 Indie K. Q. JCNbS 

1. Ltr from Intelligence t&v, Lt. Colonel, Signal Corps 

5 May U5> subj "Storage Chief, Security Division 
Space for Inactive 
Files," vltb 1 inel 

2. Copy of ltr from Security 

Div, lit May US, subj 
"Storage Space for 
Inactive Files" 

3* Floor Flan, Cafeteria 
Basement 

CGNGG»KJE: 



Harold 6. Hayes 

Chief, intelligence Division 



SPSIC 



Ih May 19k$ 



SOBJIiCT* Storage Space for Inactive riles 
TO i Chief, Intelligence Division 



With reference to your letter, 5 Day I 9 I 4 S, subject ae above, Lt. 
Colonel K. Kuhn, Cryptographic Materiel Brandi (Boom 2U2-A, Extension 
210) has been designated as tile Security Division representative to work 
out the subject details. 



CLXRTCH 3. ASiSOPP 
Colonel, Signal Corps 
Chief, Security Division 



9 SB E' £®W 
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Storage Space for Inactive Files 

Chief, Intelligence 

Division, Attention; SPSIS-8A 30 April 1945 1 

Adjutant 

THRU; Chief, Security Division 
TfSKTs Commanding, Officer 

Arlington Hell Station 



1. In accordance with ^araorandun No, 4, Headquarters Signal Security Agency, 
dated 16 April 1945, subject as above, it is requested that space be allotted to 
Cocanniestions Seourity Branch for the storage of twenty-five (25) file cabinets 
in the basasent of the cafeteria. These cabinets, filled with classified materiel, 
are now looatod in the Special Projects Section of this Branch, 

2, In order that the floor load may ba decreased and due to the fact that 
there Is no isnediate need for them in the Section at the present tine, it is 
believed they may be suitably stored In the basement of the cafeteria. If possi- 
ble, aeeeea to the allocated apace Should be limited to Special Project Personnel 
only. 



3. Sue to the nature of the material contained in those cabinets, it is 
deemed inadvisable to have them removed free the poet and it la therefore requested 
that approval ba granted as requested above. 



Riehard L. Doming 
Hajar, Signal Corps 
SP3IS~8A r Ext 241 






V' 





1. Attached herewith find proofed change to Arlington Hall Station Henoran- 
diin Ho. 11* 

£• Your suggestion* and oonweat* or eaneurrenoe art desired with reference 
to the ohaage in responsibility and custody of the storage space mentioned* 

I. This revision Is prepared pursuant to an notion, dated 7 April 1946, by 
the Assistant Uo^sandant. 

4, The date, 16 April 1946, Is conditioned upon the return of the abtaehed, 
together with any ooaaeats, on or before 14 April 1948, eo that the approved draft 
my be vri* .on. 

For Colonel Hayes* - 



Carlisle C. Taylor 
Captain, dfgnal Corps 
S-5IS-9, i*Xt. 517 

1 Xnol. 

Inel. 1 - -raft of Change to 
AH5 ’Jteso. So. 11 




/ 




REF ID : A71272 

RtfT 



BBASos&&ma AaLiwfo* itu sufios . 

Office of the C—aalU{ Officer 
Arlington, Va. 

2PSIS-S 10 April IMS 



«UR1 SO, 11 (Change 1) 

MJwti Itanfi Spaee for Iautiw files 

To* All QrgulntlMi and BMti* ArUaetn Hall Station, 

Arlington, Tlrglala 



Isaoraadna So, U, aim subject, 1» hereby rescinded* and the follow- 
lag substituted therefor t 

1, Space two boos node available la the cafeteria basement (Building 
403) for tho staring of inactive classified or unclassified filoo for oil 
argsalsatleas and unit*, lb o responsibility for oil pi^alaal anraagea&ant* 
la oonsioctlatt with this iaaatin fllo are* 1* that of tho Adjutant, Xatolll- 
gone* £1 vision, (Sot, 518). fho responsibility for staff supervision of 
inactive filoo and rooordo la that of tho Records Administrator (Sat, SIS), 

g m loginning IS April IMS, this storage space oil! ho open cash da y ' 
from 1800 to 1830 hours* except Sunday, It is requested that using organi- 
sations sohodalo tho meveaent of inactive flies to storage during these 
hears, Braneh Property Of fleers only will he given oustody of tho key, at 
hours other than above, in addition to personnel of the of flee of the Chief* 
Intelligence hi vision* 

9. Personnel permitted to eater the storage area oust be authorised 
adnittaaoo in urlting by their Division or Braneh Chief or their Sweeties 
Officer, Such requests for adadttaaee should bo addressed to tho Adjutant, 
Intelligence Division, Soon 1038, Operations Building *B*, during hours 
other than above listed in Paragraph If or presented to the 80010 on duty 
at tho vault during "'open* hours* 

*■ ■ 

4* Organisations which desire no* or additional storage spaas for 
inactive files should request tho Adjutaat^ln&ingenoe Division* to asks 
available such spues sad facilities to waded,?- 

Dy Order ef Cel one 1 derdermaaf 

t bm ' rtm 8* ■ Bawoa, 

- ftaptaia* Signal Corps, 
Adjutant, 




REF ID : 5yZ.1272 . 




Storage Space for Inactive Piles 




Chief, Supply 1. In accordance with Arlington Rail 

Branch Attn: Station Memorandum Ho. 11, dated 2 February 

Storage Officer 1945, it is requested that Communications 

Security Branch, SPSI3-8A, be allotted space 
for 10 file cabinets in the basement of the 
Cafeteria Building. It is further requested 
that thase file cabinets be placed in the 
space by Supply Branch. 

2. Upon notification of approval this 
Branch will forward to the basement of the 
cafeteria, material for storage which is now 
being held in the Branch. 



Richard L. Downing 
Major, 3PSIS-8A 
30 March 1945 
Ext. 261 JNH 



So dVUuo 






WAR DEPARTMENT 

ARMY SERVICE FORCES 



REF 




Action 1 



fC- 7(>2-b 



TO 


Chief, Security Division 


(Service, division, or organ! atlon) 




(Location) 


Subject: 


(Branch or nmt) 

Additional Storage Space 




(Attention) 


File No 






23 March 1945 


FROM 


(% ri tor’s last name) 




(Date) 




(Service division or organization) 


(Location) 


(Telephone extension) 



1, On 17 March 1945, a transmittal sheet, subjeot "Additional Storage Space," 
vas forwarded requesting the construction of partitioning in the rear bay, first 
floor, Wing 1, "A" Bu i ld ing for the purpose of providing a separate room in which 
to store Weather Cipher documents* 

2* Informal verbal comments have indicated disapproval of this project, with 
instructions to use the space without the partitions* 

3* The location of the steel shelving now being erected will depend on whether 
or not a partition is built* The Army Air Forces, who now hold the Weather Ciphers, 
have started to move from Bolling Field to The Pentagon and are very anxious to 
transfer all documents to the Signal Security Agency immediately. The undersigned 
has agreed to notif^Colonel Pemberton, Army Air Forces not later than 24 March 1945 
when the transfer of the documents can be effected* 

4* It is therefore requested that the undersigned be advised in writing if the 
subject project has been approved or disapproved, and if disapproved, what additional 
security measures are to be taken, if any, to provide adequate protection for 
classified, registered documents stored in a room within an Operations Building* 




/ K. Kuhn 

Lt. Colonel, Signal Corps 
SPSIC, Ext 210 



Action 2 

To: Commanding Officer, Arlington Hall Station 23 March 1945 

Attention is invited to paragraph 4 of Action 1* 




Clinton B, Allsopp 
Colonel, Signal Corps 
SPSIS-8, Ext 241 

W. D., A.O O Form Wo 0105 
March 27, 1S43 

2t-?0956 













WAR DEPARTMENT 

ARMY SERVICE FORCES 



REF ID: A71272adf 

i ri APSMITTAL 



SHEET 



Action 3 



TO 


Chief. Security Division 


(Service, division, or organisation) 




(Location) 




Subject: 


(Brandi or naif) 

Additional Sorage Space 




(Attention) 




File No. 






24 March 


1945 


FEOM 


(Writer’s last name) 






(Date) 




(Service, division or organization) 


(Location) 




(Telephone extension) 



The subject project has been disapproved. Additional safety precautions 
as prudence dictates, will be taken to provide for adequate protection for the 
documents involved | ftB soon as practicable* 7fhe documents will be stored in the 
vault. 



W. Preston Corderman 
Colonel, Signal Corps 
SPSIS-1 Ext 211 



W. D m A. O. O. Form No. 0105 
March 27, 1843 



24-20956 





